UNITED NEWS CO., 24 WEST JEFFERSON AVENUE, DETROIT, MICH 


Naval Reserve Armory, located on the Belle 
Isle Bridge approach. Begun May, 1930; de¬ 
dicated October 6, 1930. Cost $350,000. A 
mural of boats on the Great Lakes encircles 
the grill on the 3rd floor. Works Projects Ad¬ 
ministration project. 
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247 — Naval Armory, Detroit, Mich. 






































